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HARYANA GOVT GAZ ., JUNE 14 , 1988 (JYST . 24 , 1910 SAKA ) 


[ PART 1 


PUBLIC WORKS DEPARTMENT 


The 7th June, 1988 


No. 40 / 102 / 88-1IE .- The Governor of Haryana is pleased to constitute a Committee to 
consider the demands contained in memorandum presented by Haryana Engineers Federation at the 
time of its 1st Convention . The Committee will consist of the following : 


(1 ) Irrigation & Power Minister 


Chairman 


(2) P.W.D. (B & R ) Minister 


Member 


( 3 ) P.W.D. Public Health Minister 


Member 


(4 ) Chief Secretary 


Member 


(5) Financial Commissioner Finance 


Member 


(6 ) Commissioner Irrigation & Power 


Member-Secretary 


( 7) Engineer-in - Chief P.W.D. B & R 


Member 


Member 


(8) Engineer-in - Chief, Irrigation 
(9) Engineer- in -Chief, P.W.D. (Public Health ) 


Member 


The Committee will submit its report within a period of three months. 


H. D. BANSAL , 


Commr. & Spl. Secy. 
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